APPENDIX A

BIOGRAPHICAL SKETCHES OF COMMITTEE

AND STAFF

DONALD G. ISELIN is a consultant specializing in engineering management.
He graduated at the head of his class from the U.S. Naval Academy in
1945, earned his Bachelor's and Master's degrees in civil engineering from
Rensselaer Polytechnic Institute, and completed the Advanced Management
Program at the Harvard Business School. He retired from the U.S. Navy
in 1981 as a rear admiral after serving as commander of the Naval Facilities
Engineering Command and chief of civil engineers of the Navy. He has
served in top-level positions for major international engineering firms and
has been active in national professional societies. He is a member of the
National Academy of Engineering.

J. PHILIP ANDREWS, FAIA, is a principal of Damianos Brown Andrews
Inc., architects and planners, and a registered architect in Pennsylvania and
Ohio. He received his B.Arch in 1962 from Carnegie Mellon University
and has more than 28 years of diversified management and planning
experience. Formerly director of technology development and director of
corporate design with Westinghouse Electric Corporation, Mr. Andrews was
instrumental in designing and implementing information systems, personal
computer networks, and other systems for productivity enhancement that
bring together architecture and the business of a large corporation. He has
served as an officer or member of the board of trustees of the Pittsburgh
Chapter of the American Institute of Architects, the Pittsburgh Center for
the Arts, Pennsylvania Society of Architects, and other community
organizations.
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